

Government of Kerala 
Gc&>© 63 cro(3c0S)O(3 
2011 



Reg. No. (osbI. (tktii(3 
KL/TV(N)/12/2009-2011 


KERALA GAZETTE 


PUBLISHED BY AUTHORITY 


1 


23rd August 2011 

« 

Vol. LVI 

Thiruvananthapuram, Tuesday 

2011 oirajaiaro 23 

No. 

ajoej^o 56 

l 

(oflojQjcnaoiriJjoo, ©^joqj 

1st Bhadra 1933 

1933 eo(so 1 

CD 011 (3 

1 


PART IH 

Stores Purchase 


Health Services Department 

TENDER NOTICE 

No. S-3610/2011. 19th July 2011. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Government General 
Hospital, Kozhikode. 

Details of Items 

1. H.D.L. Cholestrol 4 x 30/4x10— 8 kits. 

2. Normal Control 4 x 5—3 kits. 

(For the Fully Automated Clinical Chemistry Analyzer) 

Superscription Tender Number should be specifically 
noted as S-3610/11. 

Estimated Cost— 66,500. 

E. M. D.—1%. 

Price of tender plus S.T. cash only— 400+4% VAT 
and 1% cess on VAT. 

Last date and time of close of sale of tender forms— 
1-9-2011, 3 p. m. 

Last date and time for receipt of tender—2-9-2011, 
5 p. m. 


Date and time for opening of tender—3-9-2011, 
12 Noon. 

Date upto which rates are to be firm—31-3-2012. 

Address of Officer from whom tender forms are to 
be obtained and whom tenders are to be sent—The 
Superintendent, Government General Hospital, Calicut-32. 

(Sca>otf>lGces)os cncnmSsiaoy' sjodorsS rarajaDjnJi.anlcffilcejtSO 
com6)(p ojocmjcmaj ounJ6)6)g ©ijajjcm(mien ailaa/lta) 
eonootoroflraS oulraS ©^(nSra) ©S6n§oj<ft>u3 <Siadsm1^|jfflcft,oggjcmj. 

gDODajlnjfflo 

1. a£)Tj. (U)1. a®(03. <2cft>Og<TUCS(SOa3 4 X 30/4 X 10-8 cft/IOJ 

cft>(/3. 

2 . (bodo(3i2(o 3 cft)6n3(B(.soa3 4 x 5—3 ca>1g2<ft>o3. 

©ssn§(3 OTdCQJCfflcOOjaT) ca>ajo1(njffljca>g1(a3 

00011(3 n(j)au 3610/2011 n(J)af) Qi^c9<0)(20C52jl ca>06rT)1i|lffll(Bc9©6nS(0)0 
6TT). 











(319S83>C38 (0)J<ft>- 66,500. 

(DlfflODLBaj^o-1 % 

056113(3 (8anOOC313)l0C$ Clilej- 400+4% QJOO COlcft)JC3)1 + 

i % 6)cn)oru ajoo aild^jfoilcoilcRSiMraS. 

0S6n§(3 (Baoooo (u1(38c06)jod rairaajanoa) (5)1 (oi rail ( 0 >jo 
aruffloaajjo— 1 - 9-2011 00 ai<ft> 1 § 3 2 ) 60 ) 1 . 

056113(3 <ft,1(B§6ne (3190104)0(0 C3)1cffi(3)1(r»Jo CO)2KD)OJJo- 

2- 9-2011 00<Uc&>1§ 5 2160)1. 

0S6I13C3 (3)JOcS6)JOr) (OllOHOlloCDJo CO)2)CS2 )OJJo-3-9-2011 

giJ(d)o95> 12 2)60)1. 

6)S60§o1(58 ojocq)j( 0) a)1ffl<s02<ft>c/3 (.nJOstueJiraroileilol 

(8c96)6ne (31901(0)00) (3)1001(3)1 31-3-2012. 

6)S60§(3 (SaOOOo cft.1§J(0)(3)1(DJo nJJOlrijI^ (319 (Q>(Q) (8 <006113 

(0) 2 2)0 00) OlleiOOUo-(TO J (.<+16113, CO (11603 6) 2Klg" 830)0(38 

(319)Cf32nJL®)1, (Bc9>0>pl(Sc96)0S. 

Government General Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER NOTICE 

No. S2-3767/11/HDS. 25th July 2011. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 

Details of Items—EIA Kit for TFT (1 unit of T3, T4, 
TSH kit for EIA containing 96 wells of EIA 
flat bottom microplate with required, 
reagent)—75 kits. 

NB :—Every kit should have a minimum shelf life 75% 
until consumption. 

Superscription Tender Number should be specifically 
noted as S2/3767/11/HDS. 

Price of tender (in duplicate)—S.T. Cash only/Money 
Order— 1,385 

Date and time of close of sale of tender forms— 

3- 9-2011, 3 p. m. 

Date and time for receipt of tender—5-9-2011, 5 p. m. 

Date and time for opening of tender—6-9-2011, 
12 Noon. 

Date upto which rates are to be firms—30-11-2011. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Calicut. 

(8cft>O<Pl(8c00OS 6)2KU)1 c 96)(38 (Bcft>0(Bg8S (319)a9JoJ(.®>l®lG&J<S® 
(3)0 0 IP nJOQffiJOTKU (IDnJ00g 0 nJ Qg J (ID (3)1 (I) (n1<mi1{3) 
(8ci0OO(515)1(33 01)1(38 0nJ(Q>(3) 0S(U)OJ<ft>(/3 <ft3d6m1ii-|)0<ft>O99)(n)). 

eDOOCUlnifflo slogan.si. 0nj<5>oa)2gg g). 9n®. ci£). dado. 

(sl3, sl4, si. cyj)(it). cftHo (3i9S63ra1m)1(9lc806mo 

96 0ai(3n)jgg raraslaiaao njoan 002xsi_cft>o(8ojg1 
6(n06)S0ajo (319i (1103 (.(315)10)199 Ol n^SSOgjo 

g6ngocr»l(9lc906mo )—72 ca>1g. 


NB\ —630(8(90 tSilgloDjo gnjecraocnlTf railojoa^o 75 % 
0nil(58a£) 00£1n£) g 61130 (0)1 (Ol <0061Do. 

0 sa3(U)O2cft>c^ (3i9(Q)c902cn) <a>aio1a)22i2c9>g1(53 arxni(3 

00(11)2/3767 / ll/HDS O0cm (lUjcSOTimOcral d33O61T>1j2jl(9lc00611)o. 
0S(l3(U)c3 (8o£)00(315)10(1^ Ollei- 1,385. 

0sa3(u)(3 (SoDooo ajIcoScSOjan rareaianoa) railooxoflcmjo 

(lD2KS)aJ2o-3-9-2011, 3 21611)1. 

0sa3(u)(3 cft)1(8§6n§ raraaianoa) otiIoqxsiIqqijo ai^ODcujo— 

5- 9-2011, 5 2)611)1. 

0so3(u)(3 snjocaojai) oilco) railcoijo m^cmaijo— 

6- 9-2011 giJ(Q)<00 12 2)611)1. 

0sa3(u)o1(58 ojocnijcm (i)l(9c002ca>c/3 (.o-iosiDej^raioilejIal 
(8<006113 (319(U(lD0(n (3)1(01(0)1-30-11-2011. 

0so3(u)c3 (SoDOOo (Sflgjamraflcnjo njjolojlTj rare® cm <s <00 
6ns(3)j2)0(0) aileiociDo—(iDjLnjerrs, ©2)(U)1<6 Q(o 8 (8cft>oc8ges 
(319)(/O^nJt(3)1, (8<0>O(pl(8<00OS. 

Medical College Hospital, (Sd.) 

Kovoor, Kozhikode. Superintendent. 


